AMENDMENT NO. 2 JUNE 2012 
TO 
IS 15716 : 2006 ROAD VEHICLES — COMPRESSED 
NATURAL GAS (CNG) FUEL SYSTEM COMPONENTS — 
CNG HIGH PRESSURE FUEL LINE (RIGID) WITH 
END CONNECTIONS [HAVING PRESSURE EXCEEDING 
2.15 MPa (21.5 Bar)] 


(Page 2, clause 6.1) — Substitute the following for the existing: 


6.1 Each CNG high pressure fuel line (Rigid) with end connections shall be 
legibly and indelibly marked with the following for every 1 meter length: 


a) Manufacturer’s name, trade-mark or symbol, 
b) Part No. or unique identification mark, 

c) Working pressure, and 

d) Date of manufacture or batch number. 


(Page 2, clause 7(f) — Substitute the following for the existing: 


‘Drawings with relevant dimensions and materials.’ 
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